HOTEL VALDES 

VALDOSTA, GEORGIA 
lOO Modern Rooms 
Another H. L. Dayton operated Hotel 
Clarence Paulk, Gen’l. M ngr. 


Other 'friendly ‘Dayton hotels:” 

NEW ALBANY HOTEL, Albany. Ga. 
HOTEL WINDSOR, Americus, Ga. 
HOTEL LEE, Albany, Ga. 

HOTEL POWELL, Lake City; Fla. 
HOTEL UPSON, Thomaston, Ga. 
HOTEL REED, Bay St. Louis, Miss. 
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